*?* 
*?* 


\Vork Or-del" ID 92943 


Item 10: 
04634-041 
"# 


Revision ID: 
~ 
Item Name: 
Fwd. Center 
Ceiling 
Panel Assembly 


Start 
Date: 
12/11/2012 
Start 
Qty: 
2/0 
t. 


Required 
Date: 12/12/2012 
Req'd Qty: too 


Reference: 


*Q?Q4~* 


*Nqnnn4n1 nn* 


Cust Item 10: 


Customer: 


Page 
I 


Setup 
Start *N S 1* 


Stop 
*NS?* 


Date: 
\1..- \ \- 
\ LTooling: 
Approvals: 
Process Plan: 


QC: 
Date: 
SPC (YIN): 


Date: 


Date: 


Run 
Start 


Stop 
*NR1 * 
*NR?* 


Sequence 
IDI 
Operation 
Work Center 
ID 
Description 
~ 
_.. 
_.- 


"<ow Nb, 
R<V;';~ 
~J')'';)- 


.-E.4634 
~ 
v V 
l:O~;~ 
_ 


100 
*1 ()()* 
HandThemlO 


Hand Finishing 
Thermoforming 


Memo 


Pick Kit 


Set Upl 
Run Hours 


0.00 


0.00 


-- ----- 
--._. -- - ---- 
Tool ID 
Tool # 
Plan 
Code 


----- --- ---'.- 
-.-- 
.--- 
..-._--~._--, 
.. _._-- 
---- -,._-- 
---------- 
Accept 
Reject 
Reject 
Insp. 
Qty 
Qty 
Number 
Stamp 


110 
*11 ()* 
Small Fab 


Small Fab 


.- 


Memo 


1- Assemble 
as per Owg 
04634-041 


2- install No Smoking & seat belt symbols 


3- Install led lights 


4- Install Air valves 


5-lnstall Wiring Harness 


5-lnstall wiring harness 


0.00 


0.00 


NCR: 
Yes 
/ 
No 
WORK ORDER NON-CONFORMANCE / UPDATE 


DQA: 
Date: 
_ 


QA Closed: 
Date: 


DISPOSITION 
AGAINST 
DEPARTMENT/PROCESS 
Work 
Order: 


Rework~ 
Sk;d-tUbe~ 
crosstUbe~ 
Water Jet~ 
Eng;nee'; ng~ 
Part No. 
Scrap 
Machining 
Small 
Fa!:> 
Prod. 
Eng. Coor. 
Quality 


Use-as-is 
Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCR No. 
Work 
Order 
Update 
Large Fab 
Composite 
Supplier 


Root 
Description 
of work 
order 
update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qty 
or Non-conformance 
ChiefEng 
Description 
Date 
Verification 
QC Inspector 


Doc/Data 
- 
Equip/Tooling- 
Operator 
- 
Material 
- 
Setup 
- 
Other 
--- 
Process 
- 
Supplier 
- 
Training 
- 
Unapproved 


FAULT CATEGORY 


Landi'2!.. Gear 
General 
- 
r-- 
r-- 
Bending 
Bend 
Grain 
Ovalized 
~ 
Pressure/Forced 
I-- 
I-- 
- 
I..- 
Centre Not Concentric to O/S 
BOM/Route 
Hardware 
Over/Under 
tolerance 
Temperature/Cure 
'"- 
I-- 
- 
'"- 
Cracks 
Broken/Damaged 
Inspection 
Incomplete 
Part Incorrect 
Weld 
'"- 
I-- 
- 
'"- 
Crushed/Crimped. 
Burrs 
Instructions 
Incomplete/Unclear 
Part Lost/Missing 
Wrong Stock Pulled 
'"- 
I-- 
- 
I-- 
Cuffs 
Contamination 
Maintenance 
Part Moved 
'"- 
I-- 
- 
I-- 
Heat Treat 
Countersink 
MislabelEd 
Positioned Wrong 
l..- 
I-- 
- 
I-- 
nOther 
Inspection 
Strip in Tube 
Cut Too Short 
Misread 
Power Loss/Surge 
l..- 
I-- 
- 
L...- 
Ripples in Bend 
Drill Holes 
Offset 
- 
I-- 
- 
Torque Waves in Extrusion 
Drawing 
Out of Cc.libration 
- 
I-- 
- 
Turning Sequence 
Finish 
Out of SE'quence 
- 
I-- 
- 
Wave/Twist 
in Tube 
Folio 
Outside Dimensions 


H:/FORMS/QualityAssurance\approvedQA/NCRWORevG 


Work Order ID 92943 


Novemher-/l-ll 
/:3c/:l/ 
PAl 
*q?q4~* 
Page 
"2 


Item 10: 
04634-041 


Revision 
ID: 


Item Name: 
Fwd. 
Center 
Ceiling 
Panel 
Assembly 


Start 
Date: 
12/1 1/2012 


Required 
Date: 
12/12/2012 


Reference: 


Start Qty: 
2.00 


Req'd 
Qty: 2.00 
*?* 
*?* 


Accept 
*NQ00040100* 


Cust Item 10: 


Customer: 


Setup 
Start *N~ 1* 


Stop 
*N~?* 


Approvals: 
Process Plan: 


QC: 


Date: 


Date: 


Tooling: 


SPC (YIN): 


Date: 


Date: 


Run 
Start 


Stop 
*NR1 * 
*NR?* 


Sequence 
IDI 
Work Center 
ID 


120 
*1 ?n* 
QC 


Quality Control 


130 
*1 ~n* 
Packaging 


Packaging 


140 


Operation 
Description 


QC6- Inspect dimensions 
to drawing 


Memo 


Identify as per dwg & Stock 
Location: __ 


Memo 


QC21- Final Inspection 
- Work Order Release 


Set Upl 
Run Hours 


0.00 


0.00 


0.00 


0.00 


0.00 


Tool 10 
Tool # 
Plan 
Code 
Accept 
Qty 
Reject 
Qty 
Reject 
Number 
Insp. 
Stamp 


*1 L1.n* 
QC 


Quality Control 


Memo 
0.00 


NCR: 
Yes 
/ 
No 
WORK ORDER NON-CONFORMANCE 
/ UPDATE 


DQA: 


QA Closed: 


Date: 


Date: 


Work 
Order: 
DISPOSITION 
AGAINST 
DEPARTMENT/PROCESS 


Rework~ 
Skid-t"be~ 
crosst"be~ 
Water Jet~ 
Eng;nee,;ng~ 
Part No. 
Scrap 
Machining 
Small 
Fab 
Prod. 
Eng. Coor. 
Quality 


Use-as-is 
Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCR No. 
Work 
Order 
Update 
Large Fab 
Composite 
Supplier 


Root 
Description 
of work 
order 
update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qty 
or Non-conformance 
Chief 
Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/Data 
- 
Equip/Tooling- 
Operator 
- 
Material 
- 
Setup 
- 
Other 
- 
Process 
- 
Supplier 
- 
Training 
- 
Unapproved 


FAULT CATEGORY 


Landing Gear 
General 
...;;;... 
- 
r-- 
- 
Bending 
Bend 
Grain 
Ovalized 
~ 
Pre,," re/Forced 
- 
- 
r-- 
- 
Centre Not Concentric to O/S 
BaM/Route 
Hardware 
Over/Under 
tolerance 
Temperature/Cure 
- 
- 
r-- 
- 
Cracks 
Broken/Damaged 
Inspection 
Incomplete 
Part Incorrect 
Weld 
- 
- 
r-- 
- 
Crushed/Crimped. 
Burrs 
Instructio:1s Incomplete/Unclear 
Part Lost/Missing 
Wrong Stock Pulled 
- 
- 
r-- 
- 
Cuffs 
Contamination 
Maintenance 
Part Moved 
- 
- 
f-- 
- 
Heat Treat 
Countersink 
Mislabeled 
Positioned Wrong 
- 
- 
f-- 
- 
nOther 
Inspection 
Strip in Tube 
Cut Too Short 
Misread 
Power Loss/Surge 
- 
r- 
f-- 
- 
Ripples in Bend 
Drill 
Holes 
Offset 
- 
f-- 
- 
Torque Waves in Extrusion 
Drawing 
Out of Calibration 
- 
f-- 
- 
Turning Sequence 
Finish 
Out of Sequence 
- 
f-- 
- 
Wave/Twist 
in Tube 
Folio 
Outside Dimensions 


H:/FORMS/QualityAssurance\approvedQA/NCRWORevG 


Pieklist Print 


Noremher-12-12 
1:3.:/:25 PM 
Page 
I 


Work 
Order 
11): 
92943 


Parent 
Item: 
D4634-041 


Parent 
Item Name: 
Fwd. Cenler 
Ceiling 
Panel 
Assembly 


*Q?Q41* 
*n4R14-041 * 
Start 
Date: 
12/11/2012 


Start 
Qty: 2.00 


Required 
Date: 
12/12/2012 


Required 
Qty: 2.00 


Comments: 
WI' Rev. A 12/08/09 
New Issue DL 
IPP Rev B. 
c#' ' 
12/11/08 
Document 
release 
DL 


Component 
Item ID/ 
Replacement 
Mfgl 
Bin 
Primary '"',,' 
I!" X\~";,"' 
Qtyon 
Qty per Kit 
Total 
Qty 
Date 
Status 
Item Name 
Item ID 
Purch 
Item 
Location 
Location 
Seq IDG 
Measure 
Hand 
Qty 
Issued 
Issued 


D4634-1 
Manufactured 
No 
! 
100 
Each 
2.0000 
2 
IJlls/~~ 
*n4R14-1* 
1J. r Lj(P 
** 
C9 
IS 
Fwd, Center Ceiling Panel 


Location 
Loc Qtv 
Loc Code 


ST 
2 


84171 
2 
:~~* 


Manufactured 
No 
100 
Each 
0.0000 
2 
** 
---- ._------------ 
~--._- 
--~---_._-_. 
__ .. ~- .._--- 
LEDLi 


04645-1 
Manufactured 
No 
100 
Each 
0.0000 
2 
** 
----- ---- 
- -_._--- --- -_._-_.~---_._----- 


Manufactured 
No 
100 
Each 
0.0000 
2 
4 
** 
._- _._- ---- ----- 
.._-_._-_._-- 


Manufactured 
No 
100 
Each 
40000 
2 
4 
** 
-- -- --------------+----------. 


Location 
!&£.Q!r 
Loc Code 


Eagle 
4 


89662 
4 


D4652-1 
Manufactured 
No 
100 
Each 
0.0000 
2 
4 
?-1* 
** 
. 
Air Va 
, 1.161D Disk Type 


NCR: 
Yes 
/ 
No 
WORK ORDER NON-CONFORMANCE 
/ UPDATE 


DQA: 
Date: 
_ 


QA Closed: 
Date: 


DISPOSITION 
AGAINST DEPARTMENT/PROCESS 
Work 
Order: 


Rework~ 
Skid-t"be~ 
crosst"be~ 
Water Jet~ 
Engineering~ 
Part No. 
Scrap 
Machining 
Small 
Fab 
Prod. 
Eng. Coor. 
Quality 


Use-as-is 
Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCR No. 
Work 
Order 
Update 
Large Fab 
Composite 
Supplier 


Root 
Description 
of work 
order 
update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qty 
or Non-conformance 
Chief 
Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/Data 
I-- 
Equip/ToolingI-- 
Operator 
I-- 
Material 
- 
Setup 
- 
Other 
- 
Process 
- 
Supplier 
- 
Training 
- 
Unapproved 


FAULT CATEGORY 


Landi~Gear 
General 
- 
r-- 
r-- 
Bending 
Bend 
Grain 
Ovalized 
~ 
Pre,," ,,{Focoed 
...- 
"""""" 
"""""" 
- 
- 
Centre Not Concentric to 0/5 
BaM/Route 
Hardware 
Over/Under 
tolerance 
Tem peratu re/Cu re 
"""""" 
"""""" 
- 
- 
Cracks 
Broken/Damaged 
Inspection 
Incomplete 
Part Incorrect 
Weld 
"""""" 
"""""" 
- 
Crushed/Crimped. 
Burrs 
Instructions 
Incomplete/Unclear 
Part Lost/Missing 
Wrong Stock Pulled 
- 
"""""" 
"""""" 
...- 
Cuffs 
Contamination 
Maintenance 
Part Moved 
- 
I-- 
t-- 
'-- 
Heat Treat 
Countersink 
Mislabeled 
Positioned Wrong 
- 
I-- 
t-- 
...- 
nOther 
Inspection 
Strip in Tube 
Cut Too Short 
Misread 
Power Loss/Surge 
- 
I-- 
t-- 
'-- 
Ripples in Bend 
Drill 
Holes 
Offset 
'"- 
- 
r-- 
Torque Waves in Extrusion 
Drawing 
Out of Calibration 
- 
- 
r-- 
Turning Sequence 
Finish 
Out of Sequence 
- 
- 
r-- 
Wave/Twist 
in Tube 
Folio 
Outside Dimensions 


H:jFORMS/QualityAssurance\approvedQA/NCRWORevG 


r--.----. 


Picklist 
Print 


/'ion:'I77!Jer-IJ-IJ 
1:3-1:J5 PM 
Page :2 


Required 
Date: 
12/12/2012 


Required 
Qty: 2.00 


2 


2 


2 


2 


~ 
~------- 


16 


12• 


8 


6 


** 


** 


** 


** 


** 


** 


** 


** 


Start 
Date: 
12/11/2012 


Start 
Qty: 2.00 


0.0000 


0.0000 


0.0000 


0.0000 


00000 


00000 


Each 


Each 


Each 


100 
Each 
0.0000 
~?9 


100 


100 


100 


100 
Each 
00000 


~ 


~ 


~ 


.100 
Each 


rj' :b~ q\33"t 
'Z.ft. 
100 
'"h 


*~?~4~* 
*n4R~4-n41 * 


No 


No 


No 


No 


No 


No 
Manufactured 


Manufactured 


Manufactured 
No 


Manufactured 


Manufactured 
No 


Manufactured 


Manufactured 


*n4 7~?-1 f)* 
Label 


D4732-19 


*n4R~4-n41 * 
Fwd Channel Assembly 


D4712-041 


Parent 
Item Name: 
Fwd, Center Ceiling Panel Assembly 


Parent 
Item: 
D4634-041 


Work Order 
11): 
92943 


*n47~?-1~* 
Label 


MPNY-750S-9-C 
Purchased 
:o~~~-q-r.* 


_._-_._-~--- 
--~ ._-----_. 
-- .--- -.- ---_. 
-------_. 
-----_.-------~._---_._------ 
-~ - .- ~-------------------- 
-- ---------- 
November-J2-J2 
1:34:25 PM 
Shop Packet Print 
Page 2 


NCR: 
Yes 
/ 
No 
WORK ORDER NON-CONFORMANCE 
/ UPDATE 


DQA: 
Date: 
_ 


QA Closed: 
Date: 


DISPOSITION 
AGAINST DEPARTMENT/PROCESS 
Work 
Order: 


Rework~ 
Sk;d-tUbe~ 
crosstUbe~ 
Water Jet~ 
Eng;needng ~ 
Part No. 
Scrap 
Machining 
Small 
Fab 
Prod. 
Eng. Coor. 
Quality 


Use-as-is 
Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCR No. 
Work 
Order 
Update 
Large Fab 
Composite 
Supplier 


Root 
Description 
of work 
order 
update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qty 
or Non-conformance 
Chief 
Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/Data' 
I.- 


Equip/Tooling 
I-- 
Operator 
- 
Material 
- 
Setup 
- 
Other 
- 
Process 
- 
Supplier 
- 
Training 
- 
Unapproved 


FAULT CATEGORY 


Landi~Gear 
General 
- 
.-- 
.-- 
Bending 
Bend 
Grain 
Ovalized 
~ 
Pre'Sure/Foreed 
- 
I-- 
I-- 
- 
Centre Not Concentric to O/S 
BaM/Route 
Hardware 
Over/Under 
tolerance 
Temperature/Cure 
- 
I-- 
I-- 
- 
Cracks 
Broken/Damaged 
Inspection 
Incomplete 
Part Incorrect 
Weld 
- 
l.- 
I-- 
- 
Crushed/Crimped. 
Burrs 
Instructio,1s Incomplete/Unclear 
Part Lost/Missing 
Wrong Stock Pulled 
- 
l.- 
t-- 
- 
Cuffs 
Contamination 
Maintenance 
Part Moved 
- 
l.- 
t-- 
- 
Heat Treat 
Countersink 
Mislabeled 
Positioned 
Wrong 
- 
l.- 
t-- 
- 
nOther 
Inspection 
Strip in Tube 
Cut Too Short 
Misread 
Power Loss/Surge 
- 
I-- 
t-- 
- 
Ripples in Bend 
Drill 
Holes 
Offset 
- 
- 
I-- 
Torque Waves in Extrusion 
Drawing 
Out of Calibration 
- 
- 
I-- 
- 
Turning Sequence 
Finish 
Out of Sequence 
- 
I-- 
Wave/Twist 
in Tube 
Folio 
Outside Dimensions 


H:/FORMS/Quality 
Assurance\approved 
QA/NCRWO 
Rev G 


Pieklist 
Print 


Nm'emher-/2-/2 
/:3-1:25 
PM 


Work 
Order' 
10: 
92943 


Parent 
Item: 
D4634-041 


Parent 
Item 
Name: 
Fwd, 
Center 
Ceiling 
Panel 
Assembly 


*Q?Q41* 
*n4R14-041 
* 


Start 
Date: 
12/11/2012 


Start 
Qty: 
2.00 


Pane 3 
b 


Required 
Date: 
12/1212012 


Required 
Qty: 
2,00 


MS20426AD3-3 
*1\1I~?04?RAn1-1* 
Rivet 


Purchased 
No 
100 
Each 
19.402.75 
** 


4 
8 


MS21059L3 


November-12-12 
1:34:25 PM 


Location 
Loc Qtv 


S1'316 
1470 


119109 
282 


~ 


771 
, 19 
9 
417 


S1'333 
6250 


123352 
6250 


ST334 
11682.75 


122814 
1168275 
Purchased 
No 
100 
Each 


Location 
Loc Qtv 


302 
10 


121185 
10 


314 
3 


122452 
3 


S1'301 
28 


118614 
8 


119546 
20 


ST302 
124 


i20308 
13 


120833 
1 


121444 
100 


121524 
10 


S1'316 
62 


122814 
62 


Shop Packet Print 


Loc Codc 


2270000 


Loc Code 


** 


2 
4 


Page 3 


NCR: 
Yes 
/ 
No 
WORK ORDER NON-CONFORMANCE 
/ UPDATE 


DQA: 
Date: 
_ 


QA Closed: 
Date: 


Work 
Order: 
DISPOSITION 
AGAINST DEPARTMENT/PROCESS 


Rework~ 
5k;d-tUbe~ 
crosstUbe~ 
Water Jet~ 
Engineering~ 
Part No. 
Scrap 
Machining 
Small 
Fab 
Prod. Eng. Coor. 
Quality 


Use-as-is 
Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCR No. 
Work 
Order 
Update 
Large Fab 
Composite 
Supplier 


Root 
Description 
of work 
order 
update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qty 
or Non-conformance 
Chief 
Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/Data .' - 
••. 
! 
Equip/Tooling- 
Operator 
- 
Material 
- 
Setup 
- 
Other 
- 
Process 
- 
Supplier 
- 
Training 
- 
Unapproved. 


FAULT CATEGORY 


Landi~Gear 
General 
- 
r-- 
r-- 
- 
Bending 
Bend 
Grain 
Ovalized 
~ 
PressurejForced 
--- 
I-- 
- 
- 
Centre Not Concentric to O/S 
BOM/Route 
Hardware 
Over/Under 
tolerance 
Temperature/Cure 
--- 
I-- 
- 
- 
Cracks 
Broken/Damaged 
Inspection 
Incomplete 
Part Incorrect 
Weld 
--- 
I-- 
- 
- 
Crushed/Crimped. 
Burrs 
Instructions 
Incomplete/Unclear 
Part Lost/Missing 
Wrong Stock Pulled 
--- 
I-- 
- 
Cuffs 
Contamination 
Maintenance 
Part Moved 
- 
--- 
I-- 
- 
Heat Treat 
Countersink 
Mislabeled 
Positioned Wrong 
- 
--- 
I-- 
- 
nOther 
Inspection 
Strip in Tube 
Cut Too Short 
Misread 
Power Loss/Surge 
- 
I-- 
I-- 
- 
Ripples in Bend 
Drill 
Holes 
Offset 
- 
- 
I-- 
Torque Waves in Extrusion 
Drawing 
Out of Calibration 
- 
- 
I-- 
Turning Sequence 
Finish 
Out of Sequence 
- 
- 
r-- 
Wave/Twist 
in Tube 
Folio 
Outside Dimensions 


H:/FORMS/QualityAssurance\approvedQA/NCRWORevG 


Picklist 
Print 


Nm'el71her-I2-12 
103-".25 
PM 
Page 4 


Work Order 
10: 
92943 


Parent 
Item Name: 
Fwd, Center Ceiling Panel Assembly 


Parent 
Item: 
D4634-041 
*q?q4~* 
*n4R~4-()41 * 
Start 
Date: 
12/11/2012 


Start 
Qty: 
2,00 


Required 
Date: 
12/12/2012 


Required 
Qty: 
2.00 


MS24694-S5 
Purchased 
No 
a-~~* 
Screw 


Location 


ST289 


18949 


19073 


Purchased 
No 


100 


100 


Each 


Loc Qtv 


565 


129 


436 


Each 


565.0000 


Loc Code 


00000 


** 


** 


2 


8 


4 


16 


llfb '-t9()( - ( 


LA) A-sH~R.. 


til S~O l.f 7f) Pr() J..{ - 
b 
RL~t,_ 


November-12-12 
1:34:25 PM 
Shop Packet Print 
Page 4 


NCR: 
Yes 
/ 
No 
WORK ORDER NON-CONFORMANCE I UPDATE 


DQA: 
Date: 
_ 


QAClosed: 
Date: 


Work 
Order: 
DISPOSITION 
AGAINST 
DEPARTMENT/PROCESS 


Rework~ 
Skid-t"be~ 
crosst"be~ 
Water Jet~ 
Engineering~ 
Part No. 
Scrap 
Machining 
Small 
Fab 
Prod. Eng. Coor. 
Quality 


Use-as-is 
Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCR No. 
Work 
Order 
Update 
Large Fab 
Composite 
Supplier 


Root 
Description 
of work 
order 
update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qty 
or Non-conformance 
Chief 
Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/Data 
I-- 
Equip/Tooling~ 
Operator 
~ 
Material 
~ 
Setup 
- 
Other 
- 
Process 
- 
Supplier 
- 
Training 
- 
Unapproved 


FAULT CATEGORY 


Landi~Gear 
General 
,...- 
.---- 
- 
- 
Bending 
Bend 
Grain 
Ovalized 
~ 
Pee,," ,,/Forced 


""- 
I-- 
- 
- 
Centre Not Concentric 
to O/S 
BOM/Route 
Hardware 
Over/Under 
tolerance 
Temperature/Cure 
" 
""- 
t-- 
- 
Cracks 
Broken/Damaged 
Inspection 
Incomplete 
Part Incorrect 
Weld 
- 
""- 
t-- 
- 
Crushed/Crimped. 
Burrs 
Instructions 
Incomplete/Unclear 
Part Lost/Missing 
Wrong Stock Pulled 
- 
""- 
t-- 
- 
Cuffs 
Contamination 
MaintencJnce 
Part Moved 
- 
""- 
t-- 
- 
Heat Treat 
Countersink 
Mislabeled 
Positioned Wrong 
- 
""- 
t-- 
- 
nOther 
Inspection 
Strip in Tube 
Cut Too Short 
Misread 
_ 
Power Loss/Surge 
- 
f- 
t-- 
Ripples in Bend 
Drill 
Holes 
Offset 
- 
- 
t-- 
- 
Torque Waves in Extrusion 
Drawing 
Out of Calibration 
- 
t-- 
~ 
Turning Sequence 
Finish 
Out of Sequence 
- 
t-- 
Wave/Twist 
in Tube 
Folio 
Outside Dimensions 


H:/FORMS/QualityAssurance\approvedQA/NCRWORevG 


c 


04634-041 
FWD, CENTER CEILING PANEL ASSY 


c 


B 
~f~~l:~~j}~1~~~~Nl~/& ~~MA~;N~E~~~ 
ADD DETAILS 
R.S.T SHT 10. 12. 14. 16. 17 


A 
NEW'SSUE 


REV. 
DESCRIPTION 


RF 


RF 


BY 


12.11.30 


12.07.25 


DATE 


A 
NOTES: 
1) MATERIAL: 
N/A 
2) FINISH: 
N/A 
3) TOLERANCES: 
PER DART 
OSI 018 UNLESS 
OTHERWISE 
NOTED 
4) UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5) BREAK 
SHARP 
EDGES: 
0.005 
TO 0.010 
MAX 
6) IDENTIFICATION: 
IDENTIFY 
PER OSI 0446.4, 
ON SMOOTH 
SIDE 
7) WEIGHT: 
7.5 lb. 
8) INSTALL 
04728-047/-051 
WIRE 
HARNESS 
PER OSI 048 
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AUXILIARY VIEW 
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NOTES: 
1l MATERIAL: 
N/A 
2 
FINISH: 
N/A 
3) TOLERANCES: 
PER DART 
OSI 018 UNLESS 
OTHERWISE 
NOTED 
4) UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5) BREAK 
SHARP 
EDGES: 
0.005 
TO 0.010 
MAX 
6) IDENTIFICATION: 
N/A 
7) WEIGHT: 
7.3 Ibs 
B) APPLY 
A LAYER 
OF DEVCON 
PLASTIC 
WELDER" 
(0.02 TO 0.04 THICK) 
TO BOND 
04647-3, 
04664.5, 
04694..Q41, 
04712.041 
& MPNY.750S.9C. 
WAIT 
FOR 
24 HOURS 
TO CURE. 
LOCATE 
04664-5 
IN LINE WITH 
<,1>0.204HOLES 
9) LOCATE 
LABELS 
AS SHOWN, 
SEAL 
LABELS 
USING 
3950 
EDGE 
SEALER 
OVER 
LABEL 
TOP 
SURFACE 
10) LOCATE 
04647-3 
ANGLE 
USING 
GROOVE 
TO ALIGN 
WITH 
04634.1 
FWD CENTER 
PANEL 
11) TRANSFER 
!/J 0.204 
(#6 DRILL) 
FROM 
04634-1 
TO D4694..Q41 
PRIOR 
TO BONDING 
04664-5 
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ITEM NO. 
QTY. 
PART NUMBER 
DESCRIPTION 
-141 


X 
04634-141 
FWD, CENTER CEILING 
REPLACEMENT 
PANEL ASSY 
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1 
04634-1 
FWD, CENTER CEILING PANEL 
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04647-3 
ANGLE 
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D4664-5 
SPACER 
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1 
04694-041 
FWD CHANNEL ASSEMBLY 
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1 
04712-041 
BRACKET ASSEMBLY 
CD 
7 
1 
04732-15 
LABEL 
CD 
B 
1 
04732-19 
LABEL 


9 
B 
MPNY-750S-9-C 
MOUNTING 
PAD 
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4 
MS20426AD3-3 
RIVET 
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MS21059L3 
ANCHOR 
NUT 
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R7.0 
2 PL 
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NOTES: 
1) MATERIAL: 
KYDEX 
6185 
SHEET, 
0.080 
THICK. 
P3-VELOUR 
MATTE, 
STEEL 
GRAY 
#52068 
PER DART 
SPEC 
MKYD6185S.080-P3-52068 
2) FINISH: 
N/A 
3) TOLERANCES: 
PER DART 
aSI 
018 UNLESS 
OTHERWISE 
NOTED 
4) UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5) BREAK 
SHARP 
EDGES: 
0.005 
TO 0.010 
MAX 
6) IDENTIFICATION: 
N/A 
7) WEIGHT: 
5.59 Ibs 
8) TEXTURE 
ON THIS 
SIDE 
9) 0.14 RADIUS 
NOT 
SHOWN 
FOR CLARITY 
10) DRILL 
& TRIM 
04634-1 
PER TOOL 
DT9836 
11) THERMOFORM 
PER aSI 
022 USING 
DT9844 
TOOL 
MIN. THICKNESS 
AFTER 
FORMING: 
SHADED 
AREA 
= 0.020 
EDGES 
= 0.060 
ELSEWHERE 
= 0.070 
LID. 12) LOCATE 
aJ2.030 
AT CENTER 
OF PROTRUDED 
SURFACE 
AS SHOWN 
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